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and authorities, it will not probably be far wide of the mark
to take the forces on the field at daybreak on the 8th
February at 67,000 Eussians and 49,000 French. Napoleon
was expecting the arrival of Davout, with 15,100, on his
right, and of Ney, with 14,500, on his left. To join Bennig-
sen's right, Lestocq, facing Ney at Hussehnen, with 9000
Prussians and Eussians, was under orders to march, as
quickly as possible, via Althof, to Schloditten.

(6) THE BATTLE OF THE 8TH TEBEUABY.

Bennigsen was astir at 5 am. He directed Dochtorow to
withdraw the 4th division from the position, towards Eylau,
which it had occupied during the night; also the 7th
division from its place in the line. With these two
divisions, and the reserve at Anklappen (14th division) he
formed two deep columns, each with a front of one battalion,
and placed them on a height behind his centre, on either
side of the Friedland road. The Archangel regiment moved
back from the saw-mill to the right wing, whilst Markow
filled the gap left in the line of battle by the withdrawal to
the reserve of the 7th division.

Napoleon also, now convinced that Bennigsen had no
intention of continuing his retreat behind the Pregel, made
changes in the positions of his corps. The Guard infantry,

deducted. They were probably quite 4000, therefore they had not more than
about 48,000 or 49,000 men.

!From Bennigsen's force of 78,000, must be deducted 7000 Prussians, and (say)
4000 for losses on the 7th. This leaves him 67,000 at the same hour.

Hcepfner (iii.J227) allows him only 58,000, but there seems no sufficient
reason to disbelieve Bennigsen's own statement that 70,000 marched from
Landsberg, besides the detachment at Heilsberg.

The total allied forces Hcepfner (m. 235) puts at 63,500, the French at
80,000 (iii. 229).

The fairest conclusion seems to be that Napoleon had a superiority of about
4000 or 5000 in numbers, which was counteracted by the superiority of 110 guns
on the other side.

The strength of the two armies was, therefore, approximately equal. Up to
11 or 12 on the 8th, Napoleon was decidedly the weaker; he was not the
stronger until quite the end of the battle, when Ney had arrived.